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Documentation Release Status 


This document contains restrictions to software elements described in 
individual manuals at the time of release. Also specified are the software 
release Levels in which the particular restrictions are Lifted. To keep your 
Library current, remove these pages and file in the appropriate document. 


UP~9068 (8.1) 


OS/3 DOCUMENTATION RELEASE STATUS 2 


Restrict. 
Removed= 
Release# 


VTOCB keyword CDSKPRP) 


:VTOC cannot be placed 
zon cylinder 0, head 0 
:of a format Label 
sdiskette. 


(9.3.13) 
PI = Partially Implemented 
NI = Not Implemented 
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Job Control User Guide UP-8065 Rev. 9A 


: : : Restrict. : 
ITEM : PI : NI : Removed- : Comments 
7 : : Release# : 
// EXT statement-terms of 2X os 7 sMultiple EXT 
allocation : 7 7 sstatements using 
(4.5.4) : 7 : sdifferent allocation 
: : : smethods (TRK, CYL, 
H : : :BCK) are not permitted 
: : 3 zon a single volume. 
// INQ : sx 3s : 
(7.2.4) : : : 7 
Auxiliary printer support : weak. oe sAuxiliary printers not 
: : : :supported. 


PI 
NI 


Partially Implemented 
Not Implemented 
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0S/3 DOCUMENTATION RELEASE STATUS 4 


PI 
NI 


: Restrict. 


Data structures 
(13.15) 


Data structures 
(13.15) 


Removed= 


: Release# 


:Cannot use data 
tstructures with the 


:Cannot use arrays as 
sdata structure 
ssubfields. 


Data structures 
(6.12) 


sThe INFDS data struc- 
tture is not available. 


Error file 
(18.2) 


:The error file is not 
sgenerated with the 
:LST=M, N, or S param- 
seters. Only LST=K gen- 
serates an error file. 


Data structures 
(13.15) 


sEither the alpha- 
snumeric or numeric 
:data formats, but not 
sboth; these formats 
scannot coexist. 


Array elements 
(13.15) 


Auto report 
(19.5) 


=< 
aso 88 eo 88 eo 


:RPG II program results 
sthat use array 
selements are unpre- 
sdictable when: 

o the array element 
is indexed by a 
Literal. 

70 «the product of the 

literal index 

number times the 
length of the array 

: element is greater 

: than 4095. 


:This incorrectly 
:generates end 
spositions of fields 
zsused with edit words, 
sasterisk protection, 
sand floating dollar 
=S1gns. 


Correct end positions 
with editing 
(14.3) 


:Use only combined edit 
zcodes specified in 
scolumn 38 of the out- 
sput field specified. 


Partially Implemented 
Not Implemented 
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: : : Restrict. : 
ITEM : PI : NI : Removed=- : Comments 
: : : Release# 
Transient work area ‘ : : 8.1 : 


PI 
NI 


Partially Implemented 
Not Implemented 
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7 : : Restrict. : 
ITEM : PI : NI : Removed- : Comments 

: : : Release# : 

ICAM dialogs : Xo: : :MPPS is not implemen- 
: : : sted within ICAM phase 
: 7 : sof SYSGEN dialog. 

Auxiliary printer support : : : 8.0 SE : 

Transient work area : : : 8.1 : 


PI 
NI 


Partially Implemented 
Not Implemented 
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: Restrict. : 

: Removed- : Comments 

: Release# : 

: :In System 80, 

: tresponses to 1/0 


Diagnostic commands (Hardware : 
I/0 Response) 7 
(Section 5) : 


shardware errors for 
:DEVICE, STATUS, and 
:SENSE are not 
savailable. 


PI = Partially Implemented 
NI = Not Implemented 
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PI 
NI 


IBM 3270 Handler 
(2.2.2.5) 


Restrict. 


: Removed- 
: Release# 


IBM 3270 handler is 
snow supported. 


0S/3 Remote Terminal 
Processor 


(2.2.2.6) 


Circuit~Switched 
Public Data Network 
(3.3.3.1) 


:Circuit~switched PDNs 
sare now supported. 


Packet-Switched 
Public Data Networks 
(3.3.3.2) 


:Packet~switched PDNs 
sare now supported. 


System 80 Communications 
Adapter (3.4.2) 
SLCA F2986 (BSC-5) 


NTR Utility User Guide 
(1.2) 


:Not yet available. See 
:NTR section of ICAM 
sUtilities User Guide, 
:UP-8552. 


Partially Implemented 
Not Implemented 
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: H : Restrict. : 
ITEM : PI : NI : Removed- : Comments 
: ;: : Release# ;: 
VTOCB keyword (CDSKPRP) KX : sVTOC cannot be placed 
(Section 5) 7 : : zon cylinder 0, head 0 
H : : sof a format label 
: : : sdiskette. 


PI 
NI 


Partially Implemented 
Not Implemented 
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0S/3 DOCUMENTATION 


Job Control Programmer 





RELEASE STATUS 10 


OF 8 8 SF SE 8 8 8 8988 SS OSS SSS 2822S 2822S SSS SSS SSS eS 2eeeneoe2eee2e"= 


Reference UP-8217 Rev. 8A 


Restrict. 
Removed= 
Release# 


// EXT statement-terms of 
Allocation 


sMultiple EXT 
sstatements using 
sdifferent allocation 
smethods (TRK, CYL, 
:BCK) are not permitted 
son a single volume. 


sAuxiliary printers are 
snow supported, 


PI = Partially Implemented 


Not Implemented 
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: : : Restrict. : 
ITEM : PI : NI : Removed : Comments 
: 4 : Release# : 
SUPPRESS SUB=<SCHEMA DATE TIME : : : 8.0 :To use CDML, the 
CHECK 7 : : tstart-up JCL for DBMS 
: : : smust include this 
: s : sstatement. 


PI 
NI 


Partially Implemented 
Not Implemented 
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PI 
NI 


Restrict. 
Removed= 
Release# 


: Comments 


Network Definition 
for a Global Network 
supporting 
Distributed Data 
Processing 

(2.3.2.4) 


: IMS DDP now supported. 


LOCAP parameter 
(4.3.7.3) 


LOCAP section 
(4.3.7.11) 


PARAM LOCAP 
(5.3.1.3) 


PARAM DDPBUF 
(5.3.1.4) 


PARAM DDPSESS 
(5.3.1.5) 


IMS supports the LOCK 
KEYBOARD 
(4.3.3.14) 


:This is supported only 
safter the READ 
:specification. 


Function keys F15 and F16 
(4.3.7.1) 


:These keys are not 
ssupported as end-of- 
input data, and input 
:cannot be entered 
zproperly. 


Dynamic main storage used to 


output a formatted message 
in a multithread 


environment (B.3). 


:ZZRSD will not resend 
z:last formatted message 
sto the terminal. 


IMS Katakana support 
(4.3.1.4) 


:The IMS configurator 
sparameters that apply 
sto this enhancement do 
znot apply to supplied 
:IMS action programs 

: (UNIQUE, ZSTAT, DLOAD, 
:DLMSG). 


Partially Implemented 
Not Implemented 
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OS/3 DOCUMENTATION RELEASE STATUS 


PI 
NI 


Master terminal commands 
ZZUP, ZZDWN, and ZZTST 
(also see UP-9208) 


Restrict. 
Removed= 
Release# 


:These are not allowed 
tto be issued from the 
:console when the 
zconsole is the object 
:device. 


Standard terminal commands 


ZZHLD, ZZRDY, and ZZRSD 
(also see UP-9208) 


:These are not allowed 
z:to be issued from the 
sconsole when the 
:console is the object 
:device. 


Output message to the console 


(4.3.8.15) 


Partially Implemented 
Not Implemented 


:Lowercase and unprint- 
sable characters appear 
sas blanks on the 
system console. 


:IMS performs Lower- 
:case~to-uppercase 
ztranslations for 
soutput messages to the 
:console only. 


:Messages greater than 
2120 characters (2 
:console Lines) are 
ttruncated at 120 
:characters. 


:No dollar sign is 
sallowed as the first 
scharacter in text. 
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: : : Restrict. : 
ITEM : PI : NI : Removed= : Comments 
: : : Release# : 
FDIAGNOS=YES : +X. :Cannot be used on the 
(11.3.2.4) : : : sworkstation unit 
rH : : sdefinition. 
PI = Partially Implemented 
NI = Not Implemented 
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90/25, 90/308 Operations Handbook UP-8511 Rev. 2C 


: Restrict. : 
NI : Removed= : Comments 
: Release# : 


ITEM PI 


Transient work area 


: 8.1 :Transient work area 
7 sfeature is available. 


PI 
NI 


Partially Implemented 
Not Implemented 
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Online Diagnostic Operator Reference UP-8512 Rev. 1B 


: : : Restrict. : 
ITEM : PI : NI : Removed=- : Comments 
: : : Release# ;: 
RUN ONCOMM X :ONCOMM maintenance 
(9.5) sprogram for testing 


7 sUNISCOPE 100 and 200; 
: :bCT 1000, UTS 400; 

: zand the Communica- 

: stions Output Printer 
7 :(COP) not implemented. 
~ :Continue to use the 

: sONTERM maintenance 

: sprogram as described 
: tin Section 9 of re- 

7 vision 1 to verify 

: sthese devices. 


PI = Partially Implemented 
NI = Not Implemented 
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7 : : Restrict. : 
ITEM : PI : NI : Removed= : Comments 
7 : : Release# : 


IBM 3270 System Support : : : 8.0 SE :IBM 3270 is now 
(3.3.2.1.8) : : : ssupported. 

PI = Partially Implemented 

NI = Not Implemented 
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: : : Restrict. : 
ITEM : PI : NI : Removed- : Comments 
: : : Release# : 
MAC80 : : : 8.0 :Manual now states that 
: : : :MAC80 assembler is not 
A : 7 simplemented for 
: : : System 80. 
Cownline Load and Upline : : : 8.0 SE :Downline loading via 
Cump via Interative Services : : : tinteractive services 
(3.6) 5 : : sis now supported for 
: ; : sUTS 40/40D terminals 
: : : sin addition to UTS 
: : : :400. 
PI = Partially Implemented 
NI = Not Implemented 
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7 : : Restrict. : 
ITEM : PI : NI : Removed= : Comments 
: : : Release# : 
SUBMIT FILE command 2X oo: : :Maximum of 10 job 
(7.501) : : : sstreams can be trans~ 
7 : : :ferred from one host 
: : : sto another host. 
PI = Partially Implemented 
NI = Not Implemented 
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M : : Restrict. : 
ITEM : PI : NI : Removed- : Comments 
: : : Release# : 
FDIAGNOS=YES : 2X : :Cannot be used on the 
(11.3.2.4) : : : sworkstation unit 
: H : sdefinition. 
PI = Partially Implemented 
NI = Not Implemented 
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Installation Verification Procedures User Guide/Programmer Reference 
UP=8820 Rev. 2A 


: : Restrict. : 
ITEM : PI NI : Removed=- : Comments 
: : Release# : 
IVPSCS xX :Automatic portion of 


(Section 2) sIVPSCS is implemented 
sup to SYSTEM DUMP 
:(ISCSSD). Response to 
:SYSDUMP message is 
srequired before IVPSCS 
scontinues. 


PI 
NI 


Partially Implemented 
Not Implemented 








UP-9068 (8.1) 
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PI 
NI 


I0A1, I0A2, INDA 
(2.3) 


Restrict. 
Removed= 
Release# 


UG/PR UP-8826 Rev. 1 


WKFM and TRUNC RIB parameters 
(2.3) 


:These parameters are 
tnow available for card 
sreader and printer 
files. 


:These parameters must 
sbe specified when 
taccessing any device 
sexcept a workstation. 
:When opening a file, 
sa RIB and IOA1 must be 
sspecified. If using 
:double buffering or 
sdisk indexed process- 
zing, IOA2/INDA must 
talso be specified. 


Partially Implemented 
Not Implemented 
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General Editor User Guide/Programmer Reference UP~8828 Rev. 2A 


READ and WRITE commands 
(Appendix E) 


ERROR message reporting 
(Section 8, 10) 


Restrict. 
Removed= 
Release# 


:EDT cannot read a unit 
srecord file directly 
:from a card reader, 
sand cannot write a 
sunit record file 
sdirectly to a card 
spunch. Therefore, RDR 
sand PUNCH are invalid 
sspecifications for the 
:DEVICE parameter in 
sformat 3 of the READ 
sand WRITE commands. 


:Error encountered 
swhile using EDT 
sscreens will not be 
sreported on the Last 
stwo Lines of the 
sscreen. The errors 
twill be reported by 
sclearing the screen, 
zsthen reporting the 
serror in the normal 
:EDT error reporting 
smanner. 


PRINT command 
CHECK directive 
Screen mode 


:In screen mode, 
sneither the PRINT 
scommand nor the CHECK 
sdirective will display 
sEDTs work space 
scontents according to 
sthe SCRDSPLY parameter 
son the SET directive; 
sthe output will be in 
sline mode format. As 
za result, the user 
scannot update the 
sdisplayed Lines that 
sresult from PRINT or 
s CHECK and retransmit 
sthem to the EDT work 
»space in screen mode. 
:The ROLL function 

:(€ ROLL, FK5) can be 
tused to display and 
supdate Lines in a 
sscreen formatted 
spresentation. 


PI 
NI 


Partially Implemented 
Not Implemented 
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H : : Restrict. : 
ITEM : PI : NI : Removed= : Comments 

7 : : Release# : 

ICAM dialogs x. ts : :MPPS not implemented 
: : 7 swithin ICAM phase of 
: : : :SYSGEN dialog. 

Auxiliary printer support : : 8.0 SE : 

Transient work area : : : 8.1 : 


PI = Partially Implemented 


Not Implemented 


=z 
- 
i ou 
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: : s Restrict. : 
ITEM : PI : NI : Removed= : Comments 
: : : Release# : 
VTOCB keyword (DSKPRP) 2X os: : :VTOC cannot be placed 
(9.7.12) : : : zon cylinder 0, head 0 
: : : :of format Label 
: : : sdiskette. 
TRKCT=C keyword (DSKPRP) soX 7 sNot available on 
(9.3.10) : : : System 80. 
PI = Partially Implemented 
NI = Not Implemented 
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: - : Restrict. : 
ITEM : PI : NI : Removed= : Comments 
: : : Release# : 
VTOCB keyword CDSKPRP) 7X. <3 7 sVTOC cannot be placed 
(Section 5) : 4 : son cylinder 0, head 0 
: - H :of a format label 
: 4 : :diskette. 
TRKCT=C keyword (DSKPRP) 2X os : :Not available on 
(Section 5) : : : System 80. 
PI = Partially Implemented 
NI = Not Implemented 
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: : : Restrict. : 
ITEM : PI : NI : Removed- : Comments 
: : : Release# : 
DLOAD command 2X <s : :UTS 40D workstations 
(3.8) : : : sare not yet available. 
Auxiliary printer support : : : 8.0 SE sAuxiliary printers are 
H : : snow supported. 


PI 
NI 


Partially Implemented 
Not Implemented 
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PI 
NI 


: : : Restrict. : 
ITEM : PI : NI : Removed= : Comments 
: : : Release# 
RECOVER function - 7 z 8.1 sRECOVER function now 
(2.3.1) : : : savailable. 
Session workfile : : : 8.1 :Session workfile is 
(2.3) - - zonly preserved by 
4 : : zsystem after 
- : 4 stermination, if user 
7 : : tpreserves it under a 
: 7 : sfilename. 
Partially Implemented 


Not Implemented 
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: : : Restrict. : 
ITEM -: PI : NI : Removed=- : Comments 
: : : Release# : 
: 8.1 :The terminal work area 
- :feature is now 
savailable. 


PI 
NI 


Partially Implemented 
Not Implemented 
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a een ee eS SS OS Seen ewes aee: ean Ob a EP an ewan EP PSS SSS SS SSeS ST eBew sees 


PI 
NI 


Spooling and Job Accounting 


Concepts and Facilities UP~8869 Rev. 2B 


Removed= 
Release# 


: Restrict. 
NI : 


zAuxiliary printers are 
snow supported. 


Partially Implemented 
Not Implemented 
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: F : Restrict. : 
ITEM : PI : NI : Removed=- : Comments 
7 : : Release# : 
LINE macroinstruction 8.0 SE :IBM 3270 remote 
(DEVICE=INV3271) operand terminal handler 
(3.9) :is now supported. 


FEATURES=(3271 ,DISPLAY 
PRINTER 
c,1920] , LAMP 
ALARM 


TERM macroinstruction operand : 


PDN macroinstruction 7 : : 8.0 SE sNORDIC and PSS public 
CARRIER=NORDIC and PSS operand: : : :data networks are now 
(3.13) : : : supported. 
TERM macroinstruction : : : 8.0 SE : TRANSPAC, DATEX-P, and 
REMOTE=(subscriber, PDN) : : : :PSS packet switched 
(3.19) : : : :public data networks 

: : : sare now supported. 


PI = Partially Implemented 
NI = Not Implemented 
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: : : Restrict. : 
ITEM : PI : NI : Removed- : Comments 
. < : Release# 


TIM function ; : : 8.1 7 
(2.6) : : : : 
PI = Partially Implemented 
NI = Not Implemented 
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: : : Restrict. : 
ITEM : PI : NI : Removed : Comments 
: : : Release# : 


Distributed Data Processing : : : 8.1 :IMS DDP not supported. 
(Section 9) : 7 : : 


PI 
NI 


Partially Implemented 
Not Implemented 
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: : : Restrict. : 
ITEM : PI : NI : Removed- : 


Comments 
Release# : 
Distributed Data Processing 7 : : 8.1 :IMS DDP not supported. 
(Section 7) : : : : 
PI = Partially Implemented 
NI = Not Implemented 
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: : : Restrict. : 
ITEM : PI : NI : Removed= : Comments 
: : : Release# : 
Distributed Data Processing : : : 8.1 :IMS DDP not supported. 
(Section 9) : : : : 
Using Screen Formats in a : : : 8.1 : IMS DDP not supported. 
DDP Environment - : : : 
(7.14) : : : ‘ 
PI = Partially Implemented 
NI = Not Implemented 
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: : : Restrict. : 
ITEM : PI : NI : Removed= : Comments 
: : : Release# : 
Terminal status display 7 : : 8.1 :Number of transactions 
7 : : tand messages iS 
: 7 : taccumuLated when PARAM 
: : : :RESTART is used. 
REM=ALL and LOCAP columns : : : 8.1 : IMS DDP is supported. 
in ZSTAT Transaction status - 7 : 
display : : : : 
Master terminal commands > X :These are not allowed 


ZZUP, ZZDWN, and ZZTST 
sconsole when the 
sconsole is the object 

4 sdevice. 

Standard terminal commands : : :These are not allowed 

ZZHLD, ZZRDY, and ZZRSD : : z:to be issued from the 

H : zconsole when the 


: sto be issued from the 


zconsole is the object 
device. 


Partially Implemented 
Not Implemented 


NI 
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FOLLOWS clause 
(3.16) 


Restrict. 
Removed= 
Release# 


:May not be used in a 
tdefined record 
sdefinition that 
scontains a PARENT 
:clause. 


PI 
NI 


Partially Implemented 
Not Implemented 


Cut along line. 
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